
Barrel Retaining Bolt 




22 cal cartridge for 
reference 




File or grind out 
this area so you 
can eject the 
spent shell with 
your fingernail 



1/4' 




to 



1/4" 




Breech Block 








This is the trigger 
tension spring it 
can be made out 
of a iighter weight 
spring steei than 
the main spring. 








